AMENDMENT NO. 2 AUGUST 2018 
TO 
IS 15820 : 2009 GENERAL REQUIREMENTS FOR 
ESTABLISHMENT AND OPERATION OF ASSAYING AND 
HALLMARKING CENTRES 


[Page 6, clause 5.3.3, line 1 (see also Amendment No. 1)| — Substitute 
‘preferably’ for ‘minimum’. 


[Page 9, Annex A, SI No. A-1 (16), col 4 (see also Amendment No. 1)| — 
Substitute ‘110 °C’ for ‘120 °C’. 


[Page 9, Annex A, SI No. A-1 (29) (see also Amendment No. 1)]| — 
Substitute ‘for internal checks’ for ‘for calibration of XRF machine’. 


(Page 12, Annex D, Step 1) — Substitute ‘Certified Jeweller’ for ‘BIS 
licensed Jeweller’. 


(Page 13, Annex E, Table under clause E-3.1, row 4, col 4) — Substitute 
‘One additional for every 100 pieces’ for ‘One additional assay to every 100 
pieces’. 
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